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78-14-3 


Prof. H.B. Riptstein; Prof. J. Stewart; Prof. M. 
Verthuy; Prof. R. Tittler; Prof. M. Farrell; 


Call to order 

The meeting was called to order at 9:50 a.m. 

Dr. O'Brien advised that there was not yet a quorum but he suggested that 
the meeting begin and that those agenda items which required voting be 
postponed until such time as there was a quorum. 


Senate agreed to Dr. O'Brien's suggestion. 


Minutes of October 27 and November 17, 1978 


With respect to the Minutes of the Senate meetings of October 27 and 
November 17, 1978, Dr. O'Brien pointed out that these could not be 
approved at this point but he asked if there were any errors, omissions or 
corrections to be made to the minutes. The Secretary advised that the words 
"textual input to Accueil;" should be added at the end of the second line, 
paragraph three, page 9, of the Minutes of the Meeting of November 17, 
1978. 


Chairman's Remarks 


Dr. O'Brien advised that the Vice-Rectors, Academic, had asked him to 
convey their apologies for being absent from the meeting. He explained that 
this happened to be the deadline date for renewal of faculty contracts, and 
the Vice-Rectors were occupied with signing letters of reappointment. 


Implementation date for the Regulations Regarding Plagiarism 
(Undergraduate) 78-14-4 Dr. O'Brien explained that when Senate passed 
the Regulations Regarding Plagiarism on October 27, 1978, it did so 
without passing a specific motion as to the date when the Regulations would 
become applicable. In such circumstances the assumption was that the 


78-14-5 


78-14-6 


Regulations, when approved, became applicable immediately. However, 
since the question as to the date of implementation was being asked 
repeatedly, it was felt that Senate should pass a motion to formally put on 
record what the understanding was regarding the implementation date of the 
Regulations when they were approved, in order to remove any element of 
doubt. 


Graduate Curriculum Changes 


Dean French explained that the Graduate Curriculum changes were 
contained in documents US-78-14-D3, D4, D5, and D6 and that all have 
been approved by the relevant Faculty Councils and the Board of Graduate 
Studies. They have also been studied by U.C.C.C., which Report was 
contained in document US-78-14-D7. In addition, certain matters which 
were raised at the meeting of the Board of Graduate Studies were listed in 
document US-78-14-D11. 


In presenting the Report from the University Curriculum Coordinating 
Committee (DOC-US-78-14-D7), Prof. Whitelaw explained that in this 
exercise the r6le of U.C.C.C. was to review the various changes with 
particular reference to those changes which may have implications either for 
other Faculties or other services within the University, and also to look for 
any technical points which may have escaped the notice of those who put 
the documents together. 


Prof. Whitelaw also advised that the assumption of U.C.C.C. was that the 
pedagogical aspects of the curriculum changes and those things which affect 
the academic nature of the various changes would have been studied in 
detail by the Board of Graduate Studies. 


With respect to the comment from U.C.C.C. (item 4, document 
US-78-14-D7)., concerning a more diplomatic wording of the change in the 
French requirement in the Ph.D. in Art Education, Senate was advised that 
it has been decided that there would be no change in the French requirement 
and that therefore the wording would remain as currently stated. 


By way of procedure it was suggested that motions be made and voted upon 
and that when a quorum has been reached, a general motion be made to 
approve all previous motions which have been passed. 


Dr. O'Brien advised that on previous occasions Senate had followed the 
above suggested procedure and he would have no objection if Senate 
decided to proceed in that fashion now. 

Senate agreed to the procedure suggested above. 

IT THE GRADUATE CURRICULUM CHANGES IN ARTS AND 
SCIENCE (DOC-US-78-14-D3), BE APPROVED, SUBJECT TO THE 
COMMENTS IN DOCUMENTS US-78-14-D7 AND US-78-14-DIl. 


- MOTION CARRIED - 


78-14-7 


78-14-8 


78-14-9 


78-14-10 


78-14-11 


IT WAS MOVED BY DEAN FRENCH, SECONDED BY DEAN 
SWAMY, THAT THE GRADUATE CURRICULUM CHANGES IN 
COMMERCE AND ADMINISTRATION (DOC-US-78-14-D4), BE 
APPROVED, SUBJECT TO THE COMMENTS IN DOCUMENTS 
US-8-14-D7 AND US-78-14-DII. 


- MOTION CARRIED - 


IT WAS MOVED BY DEAN FRENCH, SECONDED BY DEAN 
SWAMY, THAT THE GRADUATE CURRICULUM CHANGES IN 
ENGINEERING AND COMPUTER SCIENCE (DOC-US-78-14-D5), BE 
APPROVED, SUBJECT TO THE COMMENTS IN DOCUMENTS 
US-78-14-D7 AND US-78-14-D11. 


- MOTION CARRIED - 

IT WAS MOVED BY DEAN FRENCH, SECONDED BY DEAN 
SWAMY, THAT THE GRADUATE CURRICULUM CHANGES IN 
FINE ARTS (DOC-US-78-14-D6), BE APPROVED, SUBJECT TO THE 
COMMENTS IN DOCUMENTS US-78-14-D7 AND US-78-14-DII. 


- MOTION CARRIED - 


Conditions in the Vanier Library 


Dr. O'Brien advised that Graham Martin, Vice-Rector, Administration and 
Finance, would be at the meeting at 11:00 a.m. to present a report and it 
was agreed to proceed to the next item on the agenda and return to this item 
when he arrives. 


Revisions to the Library Loans Policy 


In presenting and explaining the Report from the Senate Library Committee 
(DOC-US-78-14-D9), Prof. M. Baldwin advised that insofar as the date for 
implementation of the revised policy was concerned, if approved by Senate, 
it was her understanding from conversations with Dr. Filion, Director of 
Libraries, that it could not be implemented before the beginning of the 1979 
Summer Session. 


Responding to a question concerning the date of implementation, Dr. Filion 
explained that appropriate changes would have to be made to the computer 
programme and therefore the earliest time for implementation of the revised 
policy would hopefully be for the 1979 Slimmer Session. Otherwise, the 
policy would be implemented for the 1979 Fall tem. 


IT WAS MOVED BY MR. SASKIN, SECONDED BY PROF. WATERS, 
THAT THE A MENDKENTS TO SECTION B.1.1. OF THE LIBRARY 
LOANS POLICY (DOC-US-78-14-D9), BE APPROVED. 


It was stated that one was in agreement with the idea of a four-week loan 
period for faculty members but not with the idea that there should be a 
special case situation in which there would be extended loan privileges. It 
was argued that it was no more difficult for a faculty member than for a 
student, to renew a book at the end of four weeks, if the book was actually 
needed for another four weeks and it was suggested that the clause 
concerning extended loan privileges for Faculty, Senior Administrators, 
etc., at the bottom of page 1, of document US-78-14-D9, should be deleted. 


Prof. Baldwin advised that there was a lengthy discussion in the Committee 
on the extended loan privileges and there were people who sympathized 
with the idea that the loan period should simply be for one month. 
However, there was also strong representation from faculty members on the 
Library Committee, which outweighed those who were opposed to 
extended loan privileges; that there were circumstances, particularly for 
research projects, where it was necessary to have a great deal of material for 
quite a long period of time; and that there was a feeling that to have to be 
constantly bringing material back to the Library for renewal represented a 
severe limiting factor. 


Prof. Baldwin further advised that it was her understanding that requests for 
extended loan privileges would virtually be automatically accepted. 


Dr. O'Brien explained that the situation, in effect, would be that requests 
would automatically be accepted. Based on whatever experience 
accumulated in the course of a year, the policy would either prove to be 
workable, in which case presumably it would continue, or if in monitoring 
it was found that it really was not working, the question would have to be 
addressed as to how the requests could be sorted out or whether the system 
was worthwhile at all. 


The feeling was expressed that the policy for extended loan privileges 
would give rise to two possibilities. The first was that since requests would 
automatically be granted, the majority of faculty members would simply ask 
for an extended loan. The other possibility was that the Library would 
suddenly become responsible for judging faculty requests for extended 
loans, which it was felt, would be a task that the Library would not 
particularly like to take on and one which would lead to all sorts of 
invidious distinctions between research projects, etc., It was argued that the 
policy should simply state "Four (4) weeks.11 


AN AMENDMENT WAS MOVED BY PROF. BERTRAND, SECONDED 
BY MR. FAHIM, THAT THE LAST PARAGRAPH ON PAGE 1 
(DOC-US-78-14-D9), BE DELETED. 

- THE AMENDMENT WAS NOT CARRIED - 


- THE MAIN MOTION WAS VOTED ON AND WAS CARRIED - 


78-14-12 


Dr. Filion advised that if possible, the date for implementation of the revised 
policy would be June 1, 1979. Otherwise it would be implemented for 
September 1979. 


Permanent Composition of the Arts and Science Faculty Council 


Dr. O'Brien explained that Dr. Wall, Chairman, Interim Council of the 
Faculty of Arts and Science, would be delayed in getting to the meeting. He 
felt that this was an item that was not urgent and need not be immediately 
acted upon by Senate, particularly in the absence of the obvious people to 
explain it, including the Deans in the Faculty of Arts and Science. 
Nevertheless, he asked if there were any comments or questions on the 
permanent composition of the Arts and Science Faculty Council 
(DOC-US-78-14-D1O), which perhaps could be answered, or if not, at least 
noted, to be dealt with later. 


Concern was expressed over the proposed size of the Arts and Science 
Faculty Council (DOC-US-78-14-D10), it being argued that the Council 
would have the same difficulty with quorum that B.G.S. experienced at its 
last meeting and that Senate was now experiencing. 


Also, with respect to the size of the proposed membership, the feeling was 
expressed that the Council would face the same problem that Senate had to 
face in trying to find an appropriate meeting place. 


The feeling was expressed that the Faculty of Arts and Science was still in 
the process of sorting itself out, particularly with respect to finalizing the 
real structure of the degree programmes, and it was suggested that at this 
point it was probably important that each element within the Faculty should 
be represented on Council. That was, there might be an advantage in having 
such a cumbersome body just to ensure that there was a full input during 
this last tidying up period within the Faculty, and it was suggested, in light 
of that, that perhaps the proposed composition might be considered as a sort 
of second stage of an Interim Council. 


Concern was also expressed over the rule whereby members who miss 
three consecutive regularly-scheduled meetings would be dismissed from 
Council, particularly in its application to ex-officio members. 


Dr. O'Brien advised that this was a rule that formerly existed in the Sir 
George Williams Arts Faculty Council and when it was introduced, it was 
explained that the intent was that if anyone was suspended, including 
ex-officio members, the position would remain vacant until the next round 
of elections which were held once a year, to begin the year in September. 
Insofar as he was aware, Dr. O'Brien stated that the situation of actually 
acting on the rule, insofar as ex-officio members were concerned, never 
arose. 


It was stated that the remarks that have been made concerning the proposed 
composition of the Arts and Science Faculty Council were very pertinent 
and it was hoped that those remarks would be repeated during the Senate 


debate on this matter. However, it was felt that this was not the kind of item 
where those things that were being said now would be fed back to the Arts 
and Science Faculty Council with the possibility of the Council changing its 
mind on the composition. Furthermore, one was inclined to think that this 
particular debate, with none of the Deans from Arts and Science nor the 
Vice-Rector present, was a waste of time and the item should therefore be 
tabled. 


It was suggested that Senate should ask the Arts and Science Council to 
reconsider the "non-voting" status of the Secretary of Council, who was an 
ex-officio member and the only member of Council not given a vote. It was 
pointed out that there were a number of ex-officio members on Senate 
representing para-academic areas who did not have a vote and also that on 
other Faculty Councils the Secretary had a vote, and it was felt that the 
Secretary was being deprived of the vote which previous Secretaries of the 
Arts and Science Faculty Council had. It was argued that either all such 
officers on Council should have a vote or none of them should have a vote 
and it seemed discriminatory that only one should be denied a vote. Council 
should reconsider this. 


Dr. O'Brien advised that the various points that have been raised would 
appear in the minutes of this meeting and would thus be brought to the 
attention of Dr. Wall. Dr. Wall would be in a better position to respond to 
these questions At the next Senate meeting, having been forewarned, or 
indeed to decide that there was room for reconsideration of these issues, 
whichever he saw fit to do. 


Dr. O'Brien stated that if Senate actually wished to pass a motion to ask the 
Arts and Science Faculty Council for reconsideration of certain aspects of 
the proposed Composition of the Permanent Council of the Faculty of Arts 
and Science (DOC-US-78-14-D10), it could certainly do so. However, he 
felt that it would be premature at this time, particularly without those people 
in attendance who should be expressing the thinking behind the proposal, to 
formally make that kind of request. Informally, in a certain sense, the same 
thing would be accomplished by the points which have been made being 
recorded in the minutes. 


Concern was expressed over the possibility that a quorum would not be 
reached at today's meeting and it was wondered how Senate would proceed 
in those circumstances. 


Dr. O'Brien stated that if at a certain point, we did not have-a quorum,, he 
would propose that there be motions on all agenda items which have been 
skipped, and the question of confirming all motions passed at today's 
meeting would then arise at-,the next Senate meeting. 


IT WAS MOVED BY DEAN FRENCH, SECONDED BY PROF. 
TRESIERRA, THAT AGENDA ITEM VIII, c), -PERMANENT 
CONPOSITION OF THE ARTS AND SCIENCE FACULTY COUNCIL - 
(DOC-US-78-14-DlO), BE TABLED. 


78-14-13 


78-14-14 


78-14-15 


78-14-16 


78-14-17 


- MOTION CARRIED - 


It was pointed out that a quorum had been reached (10:40 a.m.) and that the 
meeting could now proceed on a formal basis. 


IT WAS MOVED BY DEAN SWAMY, SECONDED BY PROF. 
GIGUERE, THAT ALL MOTIONS PASSED PRIOR TO THE ARRIVAL 
OF A QUORUM, BE CONFIRMED. 

- MOTION CARRIED - 


By way of procedure, Senate agreed to return to the earlier agenda items 
which had not been acted upon. 


Approval of Minutes 


IT WAS MOVED BY DEAN SWANY, SECONDED BY PROF. 
GIGUERE, THAT THE MINUTES OF THE SENATE MEETINGS OF 
OCTOBER 27 AND NOVEMBER 17, 1978, AS CORRECTED, BE 
APPROVED. 


- MOTION CARRIED - 


Appointments 


Dr. O'Brien advised that the nominations to the Ad hoc Committee re: 
Multiple Submissions of Course Papers which were being proposed by the 
Steering Committee were contained in document US-78-14-111. He 
explained that it had not been possible for the Steering Committee to contact 
Prof. Greenberg prior to the Senate meeting and while there was no reason 
to believe that she would not be able to serve on the Committee, it would 
nonetheless be appropriate for Senate to approve the appointments, 
recognizing that, if necessary, a change in the membership of the Committee 
would be made in January 1979. 


IT WAS MOVED BY PROF. GIGUERE, SECONDED BY PROF. 
TRESIERRA, THAT THE NOMINATIONS TO THE AD HOC 
COMMITTEE RE: MULTIPLE SUBMISSIONS OF COURSE PAPERS 
(DOC-US-78-14-Dl), BE APPROVED, SUBJECT TO CONFIRMATION 
OF THE APPOINTMENT OF PROF. R. GREENBERG. 


Dr. O'Brien presented and explained the Nominations to the Graduation 
Ceremonies Committee of the Board of Governors (DOC-US-78-14-D2). 


IT WAS MOVED BY DEAN FRENCH, SECONDED BY DEAN 
SWAMY, THAT DEAN P. SIMON, PROF. J. STEWART, AND PROF. 
K. WATERS, BE APPOINTED TO THE GRADUATION CEREMONIES 
COMMITTEE OF THE BOARD OF GOVERNORS, (TERMS FOR TWO 
YEARS). 


- MOTION CARRIED - 


78-14-18 


78-14-19 


Date of Implementation of the Regulations Regarding Plagiarism 
(Undergraduate) 


IT WAS MOVED BY PROF. GIGUERE, SECONDED BY DEAN 
PINSKY, THAT THE REGULATIONS REGARDING PLAGIARISM 
(UNDERGRADUATE), WHICH WERE APPROVED BY SENATE ON 
OCTOBER 27, 1978, BECOME EFFECTIVE AS OF THE DATE OF 
THEIR APPROVAL BY SENATE. 


- MOTION CARRIED - 


Conditions in the Vanier Library 


With respect to conditions in the Vanier Library, Dr. O'Brien explained that 
the issue was what could be done or what was going to be done about the 
level of heat in the Vanier Library, where every simmer the temperature 
reached above 30 [degrees] C. with great regularity. 


Investigations indicated that this has always been a problem, to a greater or 
lesser degree, since the time the Library was built and it would appear that 
the air conditioning system was not really suitable to the nature of the 
building or adequate for the load. Most of these things were technical 
matters and he was simply not competent to go beyond the statements Just 
made. 


He stated that whether or not the problem has become worse over the years 
was a question to which only a subjective ' answer was available, because 
records of the temperatures going back over the entire period were just not 
available. However, it may very well have gotten worse over the years, 
because of changes that have been made in the Library subsequent to its 
original construction. One thing that has happened was that the lighting has 
been improved, resulting in an increase in the heat output. Also, the size of 
the collection has increased over this period, which would affect the patterns 
of air circulation in the building. As to the actual evaluation of these and 
other factors, this was a matter for consulting engineers and was something 
that really went beyond the competence of our own physical plant staff, 
who were not experts on these kinds of very complex questions. 


He advised that a firm of consulting engineers has been appointed to study 
the situation and provide a report. The report was either not yet in or was 
just in , in which case it would not have been in long enough to be studied 
and to decide whether in fact the consultants have managed either to explain 
the phenomenon or to recommend appropriate solutions to it. 


He explained further that this was an important issue and it was also clearly 
an expensive one, because unless the consulting engineers come up with a 
miraculously cheap solution, which he frankly did not expect to happen, we 
would be faced with the question of a major expenditure. While it was too 
early to say how major that expenditure would be, nonetheless, at this stage 
of tossing around figures, the kind of cost that we may be faced with in 


order to correct the situation was in the magnitude of one hundred thousand 
dollars. 


Mr. Graham Martin, Vice-Rector, Administration and Finance, advised that 
the University has been aware of the problem in the Vanier Library for quite 
a while and insofar as the Library was concerned, it was a serious and 
major problem. Also, initially it had been thought, particularly by those with 
less historical background on the Vanier Library, that the problem was due 
to some sort of malfunction in the system itself. 


He advised that some of the steps that were taken last summer in an attempt 
to improve the situation included substantially increasing the speed and 
operation of the air-conditioning system, which had been slowed down as a 
result of noise complaints; treating the skylights and related exposed areas 
of the building in an attempt to cut down on the heat coming in; clearing a 
blocked cooling coil which was discovered when the system was checked; 
operating the system alternatively on curtailed hours and full shifts to 
determine whether this would have an effect on the situation; subcontracting 
to have a few openable windows installed in the Library; and various other 
steps of a minor nature which were undertaken over the simmer. Because 
none of the above steps had any significant effect on the problem, a 
consulting engineer was engaged in the Fall to review the whole situation 
and come up with a report. 


Mr. Martin advised that although he did not yet have the final report, there 
were a number of preliminary findings which he was now aware of. The 
consultant has indicated that the Vanier Library problems have been in 
existence since the Library was built in 1964. At that point there was a 
combination of ventilating and heating problems; in 1965 the situation was 
improved insofar as overheating was concerned; in 1971 the 
air-conditioning system was installed and while the engineers apparently 
indicated to the Loyola administrators at that time that the system that they 
were putting in was, at best, marginal, there was simply not enough money 
to install a larger capacity system, and therefore the marginal system was 
put into operation. Subsequently, there have been complaints and the 
problem has been studied by engineers in 1972, 1974, 1976 and now in 
1978. Again, nothing seems to have significantly worked. 


While the final report was not yet available, at this moment some of the 
points that have been made were: that some of the revisions in layout in the 
Vanier Library have adversely affected the system; that there were problems 
with the lighting which had originally been designed to be indirect but 
which proved to be inadequate and was subsequently changed, but with 
added heat causing-the air-conditioning system to become more inadequate; 
that various "amateur" attempts to solve the problem, such as blocking 
certain grills with cardboard and taping over other grills, have adversely 
affected the system; that the reduced operating hours has increased the 
problem; and finally that the use of the building, with the increased number 
of books, was heavier than originally intended and has had a bearing on the 
system's capacity to cope. 


Mr. Martin advised that there was no simple solution at the present time, nor 
did it appear that there would be a simple solution in the future. He pointed 
out that if the problem could be resolved simply by increasing the operating 
hours, conceivably that could be done. However, he explained that the 
air-conditioning for the Vanier Library was run from the central power 
plant, which meant that the whole central power plant system for 
air-conditioning on the Loyola campus would have to be run in order to 
provide extra hours of operation for the Vanier Library segment alone. The 
added cost at the moment to do that would be between sixty and seventy 
thousand dollars per year, which would escalate substantially as fuel costs 
increase. 


A second alternative would be to install a local automated unit for the Vanier 
Library which in terms of capital expenses, would be between one hundred 
and one hundred fifty thousand dollars, with an additional twenty thousand 
dollar operating cost per year. 


He stated that there were really two problems. One concerned straight 
cooling and the other involved ventilation and distribution of the cooled air. 
Also, he did not yet have an answer to the major question of redesigning the 
ventilation system within the Library, which, in addition to the cost, would 
cause considerable inconvenience for next summer because of the typical 
eighty to ninety days delivery time required on equipment needed to make 
any changes. 


He emphasized again that the study was not yet complete and he was 
already anticipating that further studies would have to be made on the 
ventilation problem before he would be completely satisfied with exactly 
what could and should be done in the Vanier Library. Furthermore, once the 
studies were completed, there would be a major resource question for the 
University, which would involve substantial amounts of money which 
would have to be spent in order to resolve the problem. 


In the meantime, some of the tangible steps which would be taken for next 
summer included bringing in an outside firm to increase the maintenance of 
the system; undertaking a thorough rebalancing of the system; extending 
some of the ducts, subject to cost and problems of inconvenience to some of 
the areas of the Library which, because of revisions in design were not 
presently properly air-conditioned; replacing or removing some of the light 
grills; reviewing hours, budgets, etc., to see if some additional cooling 
hours could be provided in an economical way without an exorbitant cost; 
and finally, undertaking a review of a possible use of automatic timers and 
thermostats, which would allow the ventilation system to be operated, 
separately from cooling, at night when the temperature outside was cooler 
than that inside the Library. 


Mr. Martin stated that the above were the immediate things that were being 
planned but he emphasized that overall, he could not guarantee in any way 
that there would be much improvement in the problem. However, 
hopefully, when more reports were available, he would be able to bring 
Senate up to date, with a more optimistic solution. 


78-14- 20 


It was suggested that some attention should be given to the question of 
humidity, as opposed to the temperature, the feeling being expressed that 
insofar as the comfort of the individual was concerned, if the humidity 
could be lowered significantly, the temperature itself would not be such a 
factor. With respect to the suggestion of exchanging the inside and outside 
air, it was pointed out that this would almost automatically increase the 
humidity in the Vanier Library, which would also decrease the effectiveness 
of the air-conditioning system. 


Mr. Martin advised that an overall study was being undertaken and he felt 
fairly sure that humidity was one of the factors that was being considered. 
In any case, he would ensure that that feature was being looked into. 


There were no further comments and Senate agreed to end discussion on the 
item with the understanding that a report would be made to Senate in a 
couple of months indicating what has happened. 


Permanent Composition of the Arts and Science Faculty Council 


Dr. O'Brien advised that at this point this was the second time through the 
agenda and that Senate had adjourned this item on the first round because of 
the general absence of any Arts and Science spokesmen at that time. He 
asked whether Senate wished the item to remain adjourned or whether it 
wished to question Dr. Wall, who had just arrived at the meeting, on the 
proposed composition. The feeling was expressed that Senate ought to wait 
until the Deans in Arts and Science were present before resuming discussion 
on the item. 


Dr. O'Brien stated that this was not an emergency item to be dealt with. 
Also, there was a relatively small attendance at today's meeting and it might 
therefore be desirable to postpone dealing with the matter. However, he felt 
that Dr. Wall should be given an opportunity to make any comments on the 
issue that he might wish to make. 


Dr. Wall advised that there was concern within the Arts and Science Faculty 
that the item be acted upon, particularly on the grounds that there were units 
within Division IV that were not currently represented on the Interim 
Council of the Faculty of Arts and Science, which, if they had been, might 
have resulted in some of the discussion at the last Senate meeting having 
been avoided. Also, the indication at the Council was that if the Permanent 
Composition was approved this month by Senate, it would be approved by 
the Board of Governors and could then be implemented immediately. 


Dr. O'Brien explained that, formally speaking, Senate had tabled the item, 
but given the unusual circumstances surrounding today's meeting, he was 
prepared to receive a motion to lift the item from the table. 


It was agreed that the item remain postponed with the understanding that 
consideration be given to placing it on the Agenda as a priority item for the 
next Senate meeting. 


Next meeting 


78-14-21 Dr. O'Brien advised that the next Senate meeting would be held on January 
26, 1978. 


Adjournment 
78-14-22 The meeting was adjourned at 11:10 a.m. 


John Noonan 
Secretary of Senate 


